CHAP, xn      SINGLE-NEEDLE TELEGRAPH

527

needle; the needle visible in front of the dial is but
an index, the real magnetic needle being behind. A code
of movements agreed upon
comprises the whole alphabet
in. combinations of motions
to right or left. In order to
send currents in either direc-
tion through the circuit, a
ts signalling-key " or "tap-
per " is usually employed.
Tlie tapper at one end of
the line works the instru-
ment at the other ; but for
tlie sake of convenience it
is fixed to the receiving in-
strument. In Kg. 270 the
two protruding levers at the
"base form the tapper, and
"by depressing the right-hand one or the left-hand one,
currents are sent in either direction at will.

The principle of action will be made more clear by

Fig. 270.

Fig. 271.

reference to Fig. 271, which shows a separate signalling
Icey. The two horizontal levers are respectively in com-
munication with the "line," and with the return-linettovH ai'o Jdrsfc
